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To  the  Chairman  and  Members  Poulton-Ie-Fylde  Urban 
District  Council. 


Gentlemen, 

I  have  great  pleasure  in  submitting  to  you  my  first 
Report,  and  although  I  am  only  responsible  for  the  latter 
half  of  the  year  (1902),  I  am  glad  to  say  that  both  half 
years  taken  together  reveal  a  very  satisfactory  state  of 
affairs. 

VITAL  STATISTICS. 

Population. — According  to  the  figures  of  the  1901 
Census,  the  population  of  your  district  is  2,223.  Even 
although  some  houses  have  been  built,  I  fancy,  from  the 
number  that  are  to  let,  I  am  justified  in  still  calculating 
the  population  at  last  year’s  figures,  viz.,  2,223.  The 
acreage  of  the  district  is  914-529  acres. 

Births. — There  have  been  59  births  registered,  with 
a  slight  preponderance  of  girls  as  against  boys,  giving  a 
birth  rate  per  annum  of  26-5.  Last  year  there  were  51 
births  registered,  being  an  average  of  22-9  per  1,000  per 
annum. 

Deaths. — A  total  of  33  deaths  have  been  registered, 
as  compared  with  32  last  year.  This  gives  a  death  rate 
per  1,000  per  annum  of  14-8.  Last  year  the  death  rate 
was  13-9  per  1,000  per  annum. 
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One  death  occurred  from  typhoid  fever. 

There  were  no  deaths  from  phthisis,  which  disease  has 
never  been  in  my  experience  of  over  20  years  anything  like 
prevalent  in  our  district. 

There  were  6  deaths  of  infants  under  one  year  of  age, 
i.e.,  an  infant  mortality  of  ioi'6per  1,000  registered  births, 
as  against  1 1 7  *6  last  year. 

ZYMOTIC  DISEASES. 

Eight  cases  were  notified  in  1902. 

One  death  took  place  from  typhoid  fever. 

Scarlet  Fever  has  not  been  very  rife,  only  five  cases 
being  reported,  with  no  death  therefrom. 

Diphtheria. — Nil. 

Enteric. — 3  reported,  one  death. 

Measles, — Nil. 

Smallpox. — Nil. 

Scarlet  Fever — 5  reported. 

The  zymotic  cases  have  been  so  mild  and  so  few  so  as 
to  induce  the  treatment  of  such  to  be  undertaken  at  home. 

GENERAL  REMARKS. 

The  property  on  the  east  side  of  Church  Street,  in¬ 
habited  by  Mr.  Fairclough,  has  now  been  provided  with 
water  closets,  so  as  to  complete  the  objection  made  by  my 
predecessor, 


The  Sewers  are  in  a  fairly  good  state,  and  they  are 
flushed  regularly. 

The  Slaughter-Houses  have  been  many  times  ex¬ 
amined,  and  from  the  number  of  5  have  been  reduced  to  3, 
always  having  been  found  in  good  condition. 

The  Bakehouses  I  have  seen  to  be  well  and  cleanly 
conducted. 

Insanitary  Property. — I  have  found  it  necessary  to 
make  a  special  report  regarding  the  condition  of  Cock-pit 
Court,  off  Church  Street,  which  your  Sub-Sanitary  Com¬ 
mittee  have  promised  to  put  right  by  consulting  the 
adjoining  proprietors. 

A  swamped  cellar  was  complained  of  in  a  large 
dwelling-house  in  Breck  Road,  but  the  proprietor  put 
affairs  in  good  order  by  laying  a  new  drain.  Bad  throats 
were  complained  of  before  the  remedy  had  been  effected. 

Water  Supply. — No  complaints  have  been  made  to 
me  regarding  the  water  supply  by  the  very  few  users  of 
wells  or  of  the  water  supplied  by  the  Fylde  Water  Board. 

Scavenging  — Little  exception  can  be  taken  to  the 
Scavenging  system,  save  in  the  dispersion  of  lighter  matter 
on  the  way  to  and  at  the  place  of  tipping.  This  might  be 
improved  by  deeper  and  better  covered  carts. 

In  conclusion, 

Gentlemen, 

I  am,  yours  faithfully, 

JAMES  ANDERSON,  M.B.,  &c.r 

M.O.H.,  Boulton. 


February,  1903. 


TABLE  I.—  Vital  Statistics  of  Whole  District  during  1902. 
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TABLE  III. —  Causes  of,  and  Ages  at,  Death  durinu  Year .  1902. 
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Nuisance  Inspector’s  Annual  Report 

ON  THE 

SANITARY  CONDITION 

OF  THE 

%Poizlton~le~tft'glde  '[Irhan  district 

For  the  Year  1902. 


To  the  Chairma?i  and  Members  of  the  Poulton-Ie-  Fylde 
Urban  District  Council. 

Gentlemen, 

I  have  the  honour  of  presenting  to  you  my  Third 
Annual  Report  and  Summary  of  work  done  in  the  sanitary 
department  for  the  year  ending  December  31st,  1902. 

Public  Health  Act,  1875. 

Total  number  of  notices  served  by  Inspector  .  24 

Special  Reports  .  1 

Drains  opened,  cleaned,  and  rectifield .  8 

Back  Yards  cleaned  of  filthy  matter  and  stagnant 

water .  6 

Privies  reconstructed  or  new  ones  built .  6 

Ashpits  reconstructed  or  new  ones  built .  5 

Want  of  ventilation  to  buildings .  4 

Insanitary  Buildings  .  2 

Insufficient  supply  of  water  to  premises .  1 
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Slaughter  Houses. — During  the  year  the  licenses 
attached  to  two  premises  permitting  them  to  be  used  as 
slaughter  houses  were  given  up.  The  situation  of  these 
premises  was  very  bad — one  adjoining  a  dwelling-house. 
A  new  license  was  granted  to  Messrs.  Clarkson  and 
Bennett  for  premises  off  Hardhorn  Road.  The  premises 
were  altered  to  meet  the  Bye-Laws  of  the  Council  and 
were  passed  after  inspection  by  the  Medical  Officer  of 
Health  and  the  Inspector.  There  are  now  three  registered 
slaughter  houses  in  the  district.  These  are  inspected 
monthly  and  are  kept  in  a  very  clean  condition. 

Infectious  Diseases. — Eight  cases  of  infectious 
diseases  were  reported  to  me  by  the  Medical  Officer  of 
Health,  and  in  each  case  I  carefully  disinfected  the 
premises  and  tested  the  drains. 

New  Houses. — Certificates  of  Habitation  were 
granted  to  seven  new  houses. 

Plans  were  approved  for  the  erection  of  six  new 
houses,  all  of  which  are  to  be  supplied  with  Fylde  water 
and  the  drains  connected  to  the  main  sewer. 

Sewers. — A  new  12-inch  sewer  280  yards  in  length 
was  laid  in  Hardhorn  Road  to  replace  a  defective  sewer. 

The  sewers  are  regularly  cleansed  and  flushed  once 
a  fortnight  in  summer,  and  once  a  month  in  winter.  I 
have  received  very  few  complaints  with  reference  to  .any 
smells  from  the  sewers. 

Model  Lodging  House.  —  There  is  one  registered 
lodging  house  in  this  district,  Inspection  has  taken 
place  regularily,  and  no  complaints  have  had  to  be  made 
as  to  the  manner  in  which  the  place  was  conducted. 
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Generally. — Many  improvements  in  sanitary  matters 
have  been  carried  out  by  the  owners  on  my  suggestions 
and  without  requiring  the  authority  of  the  Council  to  use 
the  powers  conferred  by  the  Public  Health  Act,  1875. 

In  conclusion, 

I  beg  to  remain, 

Gentlemen, 

Your  obedient  Servant, 

WILLIAM  GORNALL, 

Sanitary  Inspector. 


